Most people ive seen crushed usually have some intestine popping out, but this isnt evidence its fake. Also dead bodies become stiff so thats not proof. The cgi touch ups are interesting though, im not sure why they would do that.
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zakat1
A dead stiff person is different from the stiffness of a mannequin, notice the foot is standing up and not even touching the ground except for the toes... this goes against the basic laws of physics, its clearly a doll/mannequin
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